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LIMITED OFFICIAL USE HONG KONG 5239 

SEOUL FOR RSO FROM OIC/RTC: TOKYO FOR TATUM: DEPT. FOR 
SY/OPS/T AND OC/S 

EO 11652: N/A 
TAGS: ASEC 

SUBJECT: CCC VAULT DOOR INSTALLATION - SEOUL 

REF: A) SEOUL 3708 (NOTAL); B) HONG KONG 14201 

DUE TO RECENT SY POLICY DIRECTING PEKING TECHNICAL SECUIRTY 
SERVICES RESPONSIBILITY SHIFTS FROM HONG KONG TO TOKYO 
TSO SUGGEST IT MAY BE MID-SUMMER OR VERY EARLY FALL BEFORE 
HONG KONG AND TOKYO TEAM CAN REASONABLY BE EXPECTED TO 
ACCOMODATE VAULT DOOR PROJECT. PLEASE BEAR IN MIND 
THAT THE ENTIRE EA REGION IS NOW WITHOUT THE SERVICES OF A 
SEABEE ELECTRICIAN WHICH WLL BE REQUIRED FOR THIS 
INSTALLATION; ALTHOUGH IT IS ANTICIPATED THAT SEABEE 
CORRICK IN TOKYO WILL BE REPLACED BY AN ELECTRICIAN IN 
JULY. THEREFORE, IT IS THE OPINION OF THIS OFFICE THAT 
THE VAULT DOOR INSTALLATION IS A MODERATELY LOW PRIORITY 
IN CONTRAST TO OTHER EA TECHNICAL SECURITY REQUIRE- 
MENTS AT THIS TIME. RSS CONCURS IN DRAFT. 
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